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Your sight 


Glaucoma 


What is glaucoma? 


atment: 


Treatments 


Holistic glaucoma management : : : 
The following medical information does not constitute profe: 


ional medical advice. If you 


have any specific questions about any medical matter, you should consult your doctor or 


Patient support professional healthcare providers. 


Dry eye disease Treating glaucoma is based on lowering the intraocular pressure (IOP). The aim is to slow the 


progression of disease. Unfortunately vision already lost cannot be restored. The choices of 


treatment are usually recommended in the following order 
Allergic eye conditions 


* Medicines (eye drops) 


+L 
Eye infection saad 
* Surgery 
Cataract Studies show that IOP follows a 24 hour circadian rhythm, typically peaking at night-time or 


early morning, This is true in healthy subjects and in patients with glaucoma." Given the 
association between non-uniform 24 hour IOP and progression of visual field damage in 
patients with NTG (normal tension glaucoma) and POAG (primary open angle glaucoma), it is 


important to control IOP over the full 24 hour period, 10-12 

Medicines Vv 
Laser Vv 
Surgery v 


luct information Next: Patient support 
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